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MEMORANDUM FOR: EXCOM Staff 


25X11 FROM: 
Chief, Management Staff, DDA 


SUBJECT: ss DCI's Annual Report to Congress 


REFERENCE: Multi-adse Memo fm SA/DDCI, same subj, 
dtd 7 Nov 80 (EXCOM 9138-80) 


1. Attached as requested is the Administration Directorate 
submission for the DCI's Annual Report to the Congress. 


2. In accordance with your instructions, we have provided 
Some discussion on the questions listed in the reference. We have 
also elected to provide a limited discussion of the SAFE and APEX 
Systems from a Directorate perspective. 


3. If you require additional information or Clarification, 
25X14 please contact me on extension ; 


Attachment: 
As Stated 
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